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of them will stretch right across the gap. When however the
gap is a considerable distance from this position the tubes which
stretch across it are due to the bending together of two portions
of the tubes broken by previously striking against the resonator,
the end of one of the portions having travelled along one side
of the resonator while the end of the other has travelled along

Fig. 116.

the other side, (a); these portions bend together across the gap,
(6) and (c); then break up again, one long straight tube travelling
outwards, the other shorter one running into the gap, as in (d)
Fig. 116. The portion connecting the two sides of the gap
diverges more from the shortest distance between the terminals
than in the case where the air gap is as near to the vibrator as
possible, the field in Fig. 116 will not therefore be so concentrateds right through it, and none of them will stretch across the
